Pictorial index 


Exterior 


Windshield wipers 


P.197 


Outside 


rearview mirrors 


P.87 


Parking lights 
Hood 



Moon root * 


P.93 _ 



Turn signal lights | 
-Side marker lights I 
- Fog lights | 


Headlights and daytime 
running lights 


8 




























Side doors 


P.47 


— Rear window defogger 
- Tail lights 

Rear window wiper 
Back door 


P.281 

P.50 



Tires - 


1 Rotation 

P.478 

1 Replacement 

P. 564 

1 Inflation pressure 

P. 602 

1 Information 

P. 609 


License plate lights 


P.184 


Side marker lights 
-Turn signal lights 


P.184 

P.163 


Fuel filler door 


P.97 


*: け equipped 

*1:For vehicles with a navigation system, refer to the "Navigation System Owner's Manual". 



































Pictorial index Interior 


Seat belts I 
Head restraints I 


• Bottle holders/door pockets 

- Front seats 

- Power outlet 


Power window switches 


P.90 


P.413 


SRS knee airbags 


P.109 


Rear seats 


□ 


P. 66 


SRS front 
passenger 


airbag 


P.109 



P.420 


Rear SRS side airbags 
Armrest 

Auxiliary boxes ホ 


P.404 


Floor mat 


Console box 


P.109 


P.406 


Cup holders 
Power outlet * 



-Front SRS side airbags 

- Power outlet 

AUXport 
USB port * 



P. 317,325 


10 







































































m 


Without "SOS" button 

Rear view monitor system * | 
Auxiliary boxes * | 

Personal lights | 
Interior light | 


Interior light 


P. 397 

I 

its 

P.397 


SRS curtain shield airbags | 


Moon roof switches * 
Garage door opener switches 
Vanity mirrors 
Sun visors 

Anti-glare inside rear view mirror 
Compass * 



ヴ t. ' 巧 T- の 

争^、化 i 

Coat hooks ■ お Moon roof switches * WafekW 


*: If equipped 
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Pictorial index Interior 


m 


With "SOS" button 

Rear view monitor system * | 
"SOS" button I 
Personal lights | 
Interior light | 


Interior light 


P. 397 

I 

its 

P.397 


SRS curtain shield airbags | 







Coat hooks Moon roof switches * 

Garage door opener switches 
Vanity mirrors 
Sun visors 

Anti-glare inside rear view mirror 
Compass * 
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P.47 



Inside lock buttons 


- Driving position 


memory switches * 


P.70 



Power window switches 


P.90 


Window lock switch 


P. 90 


*: If equipped 
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Pictorial index 


Interior 



- Automatic transmission shift lever | 
- Shift lock override button 
- Remote Touch 之 



VSC off switch I 


All-wheel drive lock switch * | 

Seat heater switches * / 

Seat heater and ventilator switches * I 


*: け equipped 

: Refer to "Navigation System Owner's Manual". 
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Pictorial index 


Instrument panel 


Headlight switch 
Turn signal lever 
Fog light switch 


P.184 

P.163 

P.195 


Glove box 

Power back door main 
switch 求 


Gauges and meters 


P.166 



P.153 


Engine (ignition) switch 


Windshield wiper and washer switch 
Rear window wiper and washer switch 


P.197 
P. 202 


■Tilt and telescopic steering control switch 

- Parking brake pedal 

- Hood lock release lever 



*: If equipped 
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Pictorial index 


Instrument panel 


0 ^ 

► With navigation system 


Emergency 
flasher switch 


P. 524 


女つ 

Audio system - 


Security indicator 


P.101,103 



女。 

Navigation system 


Air conditioning 

system*2 


Rear window and 
outside rear view 
mirror defoggers 一 


16 




















Q 

► Without navigation system 



P. 524 


Audio system 


Emergency 
flasher switch 


P.283 


Air conditioning 
system 


Multi-display 
1Outside temperature 
display f 



1 Clock I 
1 Air conditioning 

display 

1 Audio display E 

Multi-display light 
control switch KE 


Security indicator 


P.101,103 


Rear window and 
outside rearview 


mirror defoggers 


P.281 


ム \ Refer to "Navigation System Owner's Manual". 
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Pictorial index 


Instrument panel 



Audio remote 
control switches 


P.339 


*1 


-Talk switch * 

-Telephone switches * ■ 
Multi-information switch 


1*1 


Side 


SRS driver airbag 


P.109 



Cruise control switch 


P. 204, 208 


P.208 
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目 



Cup holder 


P.402 


Headlight cleaner switch * 


P. 203 


Power back door switch * 


P. 51 


Fuel filler door opener 


P.97 


-"ODO/TRIP" button I 


= Instrument panel light 
control buttons 


Windshield wiper de-icer switch * 


P.282 


*: If equipped 

*1:For vehicles with a navigation system, refer to the "Navigation System Owner’s Manual". 

み。 

: Refer to "Navigation System Owner's Manual". 
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Pictorial index 


Luggage compartment 


Auxiliary boxes 


P.421 



P.413 


Luggage cover 


P.423 


—— Cargo hooks 


P.421 


Cargo hooks 


P.421 
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*: If equipped 
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